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Map created by PEC for presentation purposes only. Data 
source: VA Dept, of Health, VA DMME,jUSGS, no drinking 
water available for North Carolina. Although efforts have 
been made to verify data, accuracy is not guaranteed. 
For more information, please visit www.pecva.org. 
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